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335  South  16th  St.» 

Philadelphia,  Pa.  Ifcy  lbth,  1946 


Mr.  George  H.  Burkhart 
North  America  Companies, 
Public  Ledger  Bldg. 
Philadelphia.  Pa. 


Bear  Sir, 

I  have  gone  through  the  closet  carefully  to  check  the  damage  caused  by  the 

fire  ana  find  it  will  cost  $lb.  to  clean  the  silver  and  put  in  shape  for  use. 

gave  you 

The  li3t  that  Hr.  Peterson  stands  as  is  but  the  last  three  items  on  the  list 
beside  which  there  is  no  price,  these  items  he  can  use  therefore  there  is  no  price 
s3t  against  them  • 


Yours  very  truly. 


